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PROJ. T/O POSI TIONS 


ASS 1 GNED PERSONNEL 


9 . FUNDS FOR CURRENT FISCAL YEAR 
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contract personnel 
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PROJECT STATUS REPORT 



6. name of case officer 



4- COUNTRY 



TARGET 

Albania 



ROOM NO. 



EXTENS I ON 



C_ 3 



1 . reporting period 



r 



1-28 February 1955 



5. APPROVAL 




DATE 


0 ftl SI N AL 


ww*m 


22 June 


LAST RENEW AL 


DDP 


16 July.1954 



SIGNATURE OF CASE OFFICER 



&. Action Ranorta^ .tef lieM 

Five agent standbys vara involved in a tavern brawl in Menidi, Greece, with 
several Greek soldiers and oivillans. According to Greek authorities A IRWISE say 
he held for trial. Mo decision on whether trial will he held has yet been 
received from the Greek prose out or. 

h. Pending Aotion 

1. Resolving A IRWISE difficulties stated above. 

2. Recruitment of a guide for "Wednesday* Team. 

3. Field reeeunendation on "Saturday" Team, 
o. Security Factors 

If a public trial of A IRWISE is held, serious security implications will 
develop. Field has advised that Headquarters will be kept informed on this situa- 
tion. 
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INSTRUCTIONS 


1 




Reporting Period 


Give month and calendar year during which information in report was received 
at Headquarters. 


2 




Cryp toriym 


Do not show cryptonym until formal approval of its project. 


7 




Type of Pro j ect 


Check box in accordance with budget designation in operational program. 
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Personnel 


“Contract Personnel” means those persons employed by direct contract through 
the Special Contracting Officer having no career rights and who are not nec- 
essarily compensated in accordance with Civil Service scales, and whose 
duties are often short-term and not subject to control. 


9 




Funds for Current 
Fiscal Year 


a. Current Project Ceilinjt: The programmed figure less any subsequent 

reductions (sub-projects, program changes). 








b. Cumulative Allotment: The operational allotment as issued by the Budget 

Divi s ion. 








c. Estimated Cumulative Obligations: The Case Officer*s considered esti- 

mate in round figures of the current fiscal year cost to date. 
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In reoor tine sub-items in Item 10, use letters and subheadings, as “b. Pend- 
ing Action: . 






- 


NOTE: When actual PP or PM actions have ceased, omit all subheadings. But 

continue to. report until after project is fully terminated at Head- 
quarters, substituting a running account of the .main aspects of 
. terminat ion proceedings for the -usual entries in- Item 10. 






• ! ■ 


Whenever space in Item 10 is insufficient to include all relevant entries, 
supplementary 8 x IQW sheets may be used for left-over entries. 




a. 


Action Reported 
by^ Field » : • 

* 


If Headquarters has not received any reports of action from the field during 
the ; reporting period, make the * fol lowing entry: 

**a. Action Reported bv Field: None.” 

Report propaganda action by the field on Form 112a. 

In reporting PM action, or other PP^ action in the field: 

(1) Give pseudonym or cryptonym of person, or cryptonym or true name of 
organization, responsible for the action. 

(2) Give location (country or* smaller), and name or type of each target 
or target group. 






V 


NOTE: Enter field action of periodic or routine nature as well as novel or 

unusual action. 

Report intelligence collection by project personnel. 

Wherteve'r a reported action is undertaken as part of a coordinated 
international program or effort, specify that program or effort. 




b. 


Pending Action 


Non-routine pending project action may be reported fjere. When nothing 
.unusual is pending, omit this subheading. . . 




<?. 


Observed Results 
(Objective Fact) 


Enter friendly or hostile judgments about project assets made by specifi- 
cally identified sources external to CIA. 

Enter judgments about project assets which are explicitly related to re- 
ported effects, instances ; or kinds of p roj ec t ^ac t ion. j 

When neither are available, omit this subhaadintiA - [. 




d. 


Security Factors 


Enter a current assessment of operational security factors. 
Whenever unchanged from preceding report, make the entry: 

M d. Security Factors: No New In f orma t i on » M 




e. 


Assets Terminated 


Report termination of a project asset here on first Project Status Report 
after information is received in Headquarters. When no terminations are x 

reported by field, omit this subheading. 




f . 


New Assets 


Give location and type of each person or or gan-i fca t ion named above (or on 
Form 112a) for the first time as responsible for a PP or PM action. If 
there are none, omit this subheading, j 
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